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C DEPARTMENT OF HEALTH AND HUMAN SERVICES 


Food and Drug Administration 
Silver Spring MD 20993 


NDA 020687/S-014 
SUPPLEMENT APPROVAL 


Danco Laboratories, LLC 
(b) (6) 


P.O. Box 4816 
New York, NY 10185 


(b) (6) 
Dear : 


Please refer to your Supplemental New Drug Application (SNDA) dated September 16, 2008, 
received September 17, 2008, submitted under section 505(b) of the Federal Food, Drug, and 
Cosmetic Act (FDCA) for MIFEPREX® (mifepristone) Tablets. We note that NDA 020687 is 
approved under the provisions of 21 CFR 314.520 (Subpart H). 


This supplemental application provides for a proposed risk evaluation and mitigation strategy 
(REMS) for MIFEPREX (mifepristone) and was submitted in accordance with section 909(b)(1) 
of the Food and Drug Administration Amendments Act of 2007 (FDAAA). Under 

section 909(b)(1) of FDAAA, we identified MIFEPREX (mifepristone) as a product deemed to 
have in effect an approved REMS because there were in effect on the effective date of FDAAA, 
March 25, 2008, elements to assure safe use required under 21 CFR 314.520. 


We acknowledge receipt of your amendments dated December 9, 2008, November 8, 2010, and 
May 19 and 27, 2011. 


In accordance with section 505-1 of the FDCA, we have determined that a REMS is necessary 
for MIFEPREX (mifepristone) to ensure the benefits of the drug outweigh the risks of serious 
complications by requiring prescribers to certify that they are qualified to prescribe MIFEPREX 
(mifepristone) and are able to assure patient access to appropriate medical facilities to manage 
any complications. 


Your proposed REMS, as amended and appended to this letter, is approved. The REMS consists 
of a Medication Guide, elements to assure safe use, an implementation system, and a timetable 
for submission of assessments of the REMS. 


We remind you that section 505-1(f)(8) of FDCA prohibits holders of an approved covered 
application with elements to assure safe use from using any element to block or delay approval 
of an application under section 505(b)(2) or (j). A violation of this provision in 505-1(f) could 
result in enforcement action. 
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The REMS assessment plan will include the information submitted to FDA on May 27, 2011, 
and should include the following information: 


a. Per section 505-1(g)(3)(A), an assessment of the extent to which the elements to 
assure safe use are meeting the goal or goals to mitigate a specific serious risk listed 
in the labeling of the drug, or whether the goal or goals or such elements should be 
modified. 


b. Per section 505-1(g)(3)(B) and (C), information on the status of any postapproval 
study or clinical trial required under section 505(0) or otherwise undertaken to 
investigate a safety issue. With respect to any such postapproval study, you must 
include the status of such study, including whether any difficulties completing the 
study have been encountered. With respect to any such postapproval clinical trial, 
you must include the status of such clinical trial, including whether enrollment has 
begun, the number of participants enrolled, the expected completion date, whether 
any difficulties completing the clinical trial have been encountered, and registration 
information with respect to requirements under subsections (i) and (j) of section 402 
of the Public Health Service Act. You can satisfy these requirements in your REMS 
assessments by referring to relevant information included in the most recent annual 
report required under section 506B and 21 CFR 314.81(b)(2)(vii) and including any 
updates to the status information since the annual report was prepared. Failure to 
comply with the REMS assessments provisions in section 505-1(g) could result in 
enforcement action. 


We remind you that in addition to the assessments submitted according to the timetable included 
in the approved REMS, you must submit a REMS assessment and may propose a modification to 
the approved REMS when you submit a supplemental application for a new indication for use as 
described in Section 505-1(g)(2)(A) of FDCA. 


Prominently identify future submissions containing the REMS assessments or proposed 
modifications with the following wording in bold capital letters at the top of the first page of the 
submission: 


NDA 020687 REMS ASSESSMENT 

NEW SUPPLEMENT FOR NDA 020687 

PROPOSED REMS MODIFICATION 

REMS ASSESSMENT 

NEW SUPPLEMENT (NEW INDICATION FOR USE) FOR NDA 020687 
REMS ASSESSMENT 

PROPOSED REMS MODIFICATION (if included) 


If you do not submit electronically, please send 5 copies of REMS-related submissions. 


As part of the approval under Subpart H, as required by 21 CFR 314.550, you must submit all 
promotional materials, including promotional labeling as well as advertisements, at least 30 days 


EX. 29 pg. 02 
Reference ID: 2957855 


Case 2:22-cv-00223-Z Document 1-30 Filed 11/18/22 Page4of5 PagelD 601 
NDA 020687/S-014 
Page 3 


before the intended time of initial distribution of the labeling or initial publication of the 
advertisement. Send one copy to the ™ and two 
copies of the promotional materials and the package insert directly to: 


Food and Drug Administration 

Center for Drug Evaluation and Research 

Division of Drug Marketing, Advertising, and Communications 
Food and Drug Administration 

5901-B Ammendale Road 

Beltsville, MD 20705-1266 


REPORTING REQUIREMENTS 


We remind you that you must comply with reporting requirements for an approved NDA 
(21 CFR 314.80 and 314.81). 


F (b) (6) 
If you have any questions, 


Sincerely, 


{See appended electronic signature page} 


(b) (6) 


ENCLOSURES: 
REMS Document 
REMS Materials 
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This is a representation of an electronic record that was signed 
electronically and this page is the manifestation of the electronic 
signature. 


(b) (6) 


06/08/2011 
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